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[Abstract:] Names of persons authorized to issue orders in the Store Keeper. 


The Mint of the United States, 
At Philadelphia, Penn., 
July 15, 1880 


Sir 


In answer to letter of the 14th inst. requiring “that some person be designated beside 
myself to sign orders for articles from the store room’, I would respectfully say that A.W. Straub 
foreman of the Die Room is the proper person. 


I am very Respectfully, 
Yours Obedient Servant 
Chas. E. Barber 
Engraver 


John L. Le Conte Esq. 
Acting Superintendent. 


